Subject 932. 

JOSEPH CLOSE. 

The following is from "Ye Historie of ye town of Greenwich!! , 
by Spencer P, Mead, 1911: and from "Greenwich Gravestone Inscriptions , 
bv Francis F. Spies, Mount Vernon, N.Y., 1930. 
7 Joseph Close was born in Yorkshire, England, about 1600, 

j a*~a «,-•- iToTT.fie.ifl Coon in 1653: these dates are taken from 

He married in England, Elizabeth .born in 1606. axzjt 

Joseph's death, Elizabeth married, 2nd, George Stuckey, and died at 
Stamford, Conn on^eptember 4/165 6.^ JJ£-to1h. 

^o^e^aried^L'te? o/EsqJire : wives of such men were called Goodwife. 

i a "£n n*h Close. Born in England in 1632, ^ied 1696. She married, 
-■ Vo»r,n i vina 9/1657 Joshua Knapp , born November 5/1634, died 
Sober IT/Ieei, son 3 Nicholafand Eleanor 4—) Knapp, subject 

V*l f C C lose ee ^l&'Tiefl&^ithaut issue. 

iS a 1 I&t.«S?HSSfI~ 1,l ^5!5t 8 5S Ra s2' S u bJ e S ct 466 for issue 

„ M Qd !f SSl P ^Bor^inngland in 1640, still living on April 15/1725. 

4.. Marv Close. B £" "J^SS Samu el Holly, bom 1643, died May 

She married on June 25/1668, ^ amuej - 7° ■•■ H> "„ cuhlect 482. See 
-,,/inftQ . nn of John Galen and Mary ( — ) Holly, suojecx %a<i. 



13/1708. son of John Galen and Mary 1---J Hon 
sublect 482 for issue and further particulars. 


